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1. The Svjetlost factory in Rijeka whichjis + ey er the jurisdiction of the General. 

Directorate of the Shipbuilding Industry is -loraied in the. section of town 
- know as Skoljic, close to. the. Rijeka-Susak bridge. The factory ranks as. one 

of tre first of its kind both in size and capacity. ; Prior the war, it was 

a_snal) worksho) for repairs to. electrical installations on nerch on merchant _ vessels. 
Tt vas,later en. arpod 4 to pagoumncdate vessels of the the Tupeiay Jey avy as “well,.and 
in 19h? ,the workshop vas converted “into a’ | factor installations 
coer contamuine to mect the demands of a) eaesie: i = process of 

erie) 20 ante tech fully comniated: and when. this is done, the 

acre should Se one of the lar ihe largest of its ‘eind for ele electrical equipment in 


Yugoslavia, ie 


oe! The Svjetlost factory occupies a four-story buil ding, 100 x 30 meters in area. 


‘The premises of the workshops are very large, and in order to obtain as much 
space as possible, balconies were constructed, where lichtweignt nachinery is 
kept. 


The main factory product is an electric generator. However,o 0 -enerators 

were | vroduced 250;owing to the limited demand for generators to supply the 

electric power on vessels. iin the sane year, the facto produced eee 
parts including oe ranes were ade ip tne factor 


250 electric motors, AN | 
with the excevtion of wire for 


4 fx -: The 
output of switch boxes in 1950, amounted talanorinatert 100. In “addi tion to 


wire, instruments such as voltmeters and ammeters are imported fron Italy. 
Automatic cirenit breakeresre mass produced, and the monthly production mounts 
ty 57 undred units., The Svjetlost factory is the ag 
re rere ach bulbs for ships and 1 gs a resultumy mect the ent 
ene of zosiav ship i dustry. The output of Lich bulbs in_19 


In addition to the above major products, the factory supplies all other types 
of electrical equipment necessary to equip vessels ae the exceptior.. of 
cable, whith is impor or Cérmany. ‘the mounting section of 
the factory handles repairs, replacements and installations. ;In 1°50 1°50 the 
factory installed the entire ire electrical equipment of 35 vessel Sh ee te 
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the quality of _instellationg, sani of the generators produced by the factory 
4s considered w be poor, and a number of defective electric generators ware 
re —“Tn jike manner, installations on vessels were known to spoil because 
of their poor resistance to demp weather, 


(NEL ATH 
PAGE. / 


fhe most important raw material employed by the factory is calibrated wire which 
is imported fran Italy. The Elka factory of Zagreb also produces this type of 
wire, although of poorer quality. In 1950 the factory imported 355 rolls of 
calibrated wire, of 100 m ters per roll. Aluminmm is anotner raw material, 
chiefly imported from Italy. In 1950 the factory 4mported 5,000 tons of 
alumimm, An aluminum and sine alloy (silumin), which 1s currently being 
produced in Yugosiavia, is arother raw item employed by the faetory. It is 
uged in the production of light bulbs. Bronze rods eaployed in the production 

‘ of large screws, are obtained on the domestic market. 
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6, ‘The nonthly insome of the Svjetlost factory deposited with the Investments Bank, 
amounts to thirty million dinars. Despite this sum the factey works at a deficit, 
wich is largely the result of the lack of qualified workers. Products namfac tured. 
by the factory have been returned for repairs four or five times, The plan for 
1951 calls for the production of 75 generators, and complete electrical instellations 
on 32 vessels to be constructed or repaired by the 3 May Shipyard in Rijekes. The | 
factory is currently being enlarged for future production of electrical precision 
instrements . 


7, The electrical section of the factory contains new machinery which was inported 
fee. ihe brat overy Sir. 27 Swileerlanm © Thos machuuers inchades ¢ibt avectrig 
motors, four snall dynamos, three to five large electric magnets, ana nad wos 

_ to wind the armature of the electric generator, and other similar jobs. Three 
hundred 600-;:lowatt generators were obtained fron Germany as part of reparations. 
the machinery in the mechenical section is old. The machine section contains : 
15 turning lathes; six scrapers; two or three lathes for serew-cutting, twenty 
electric drills; and five cutting machines. 


25X1A 


— Comment: Your attention is called to [__—idwiieh also reports 
on etlost ractory in Rijeka. 


1A 
2x ee oe ee eran that the Svjetlost factory 
Mm fijeka 18 uncer the jurisdiction 0 pbuilding Directorate for the 


Northern Adriatic, anA is lecated in Vie Acquedetto. 
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